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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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Indian Standard 

DIMENSIONS FOR INTERCHANGEABILITY OF MILLING 
CUTTERS AND MILLING ARBORS WITH KEY DRIVE 



1. Scope — Dimensions for interchangeabllity of milling cutters and milling arbors with key drive. 

2. Dimensions 
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•The tolerance on diameter d Is not applicable to gear hobs. 

{Tolerance on thickness 6 of key: Square — h9. 

Rectangular— hi 1. 
{Tolerance on keyway width a: 
For keyway in arbor: Running fit — H9. 

Light drive fit — N9. 

For keyway in cutter : C11 



This standard conforms fully to ISO/R 240-1969. 
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